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Version 

150923SU 

151013SU 


2015-10-14 

6p 

Machining Performance > 

Cutting Depth 1. 7(0.1) 
Chip removal rate 1176 

Cutting Depth 1.7(0.067) 
Chip removal rate 40.8 (2.5) 

Error change 



